To: Woolford, James[Woolford. James@epa.gov]; Grandinetti, Cami[Grandinetti. Cami@epa.gov]; 

Koch, Kristine[Koch. Kristine@epa.gov]; Conley, Alanna[conley. alanna@epa.gov]; Zhen, 

Davis[Zhen. Davis@epa.gov]; Robinson, Deborah[Robinson. Deborah@epa.gov] 

Cc: Stalcup, Dana[Stalcup. Dana@epa.gov] 

From: McLerran, Dennis 

Sent: Wed 8/12/2015 3:13:29 PM 

Subject: RE: call today 


No worries. We will carry on. 


Dennis 


From: Woolford, James 

Sent: Wednesday, August 12, 2015 8:13 AM 

To: Grandinetti, Cami; Koch, Kristine; Conley, Alanna; Zhen, Davis; Robinson, Deborah; 
McLerran, Dennis 
Cc: Stalcup, Dana 
Subject: call today 


Can’t be on the call due to Gold King Mine. My apologies. 


Jim Woolford, Director 

Office of Superfund Remediation and Technology Innovation 

Office of Solid Waste and Emergency Response 
US Environmental Protection Agency 

1200 Penn. Ave., NW 
Washington, DC 20460 
(Mail Code 5201-P) 
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ED 000552H 00002740-00001 



Phone: (703) 603 8960- Main Office Line 


Physically located at: 


Room 5622 


One Potomac Yard (South) 
2777 S. Crystal Dr. 
Arlington, VA 22202 
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